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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 002550 
ORIGIN HEW-06 

INFO OCT-OI EUR-I2 ISO-00 OES-07 ABF-OI /027 R 

DRAFTED BY DHEW/PHS/OASH/OIH/RDFISCHER:PAH 
APPROVED BY OES/APT/SEP/RGMORRIS 
OES/APT/SEP:WPDECLERCQ 
EUR/EE:GBOUTIN (INFO) 

A/BF/FC:RWHITENER (INFO) 

078542 052204Z/66 

0 052I50Z JAN 78 

FM SECSTATE WASHDC 

TO AMEMBASSY WARSAW IMMEDIATE 

UNCLAS STATE 002550 

E.O. 1 1652: N/A 
TAGS: OSCI, TBIO, PL 

SUBJECT: US-POLISH MEDICAL SCIENTIST EXCHANGE PROGRAM: 

DR. H. SCHWARTZ 

1. HEW/OIH HAS BEEN INFORMED THAT DR. HAROLD SCHWARTZ DEPARTS 
NEW YORK ON 1/5/78 ON PA 66 ARRIVING IN WARSAW ON 1/6/78 

AT 12:15 P.M. HE WILL LEAVE WARSAW AT 15:05 P.M. ON LOT 
759 AND ARRIVE IN KRAKOW AT 15:55 P.M. 

2. PLEASE INFORM MOH (MRS. LIDIA RETKOWSKA-MIKA) THAT, 

CONCURRENT WITH MOH ACCEPTANCE OE SCHWARTZ FOR HEALTH 
EXCHANGE PROGRAM, HE WAS ALSO ACCEPTED UNDER ACADEMY OF 
SCIENCE EXCHANGE PROGRAM. DR. SCHWARTZ HAS ELECTED TO 
TRAVEL TO WARSAW UNDER TERMS OF INTERACADEMY EXCHANGE 
PROGRAM. HEW CAN FORSEE NO DIFFICULTY WITH THIS SWITCH OF 
JURISDICTION AND WOULD APPRECIATE ANY INFORMAL ASSISTANCE 
MOH/SW CAN GIVE TO SCHWARTZ SHOULD THAT BE REQUIRED. CHRISTOPHER 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SCIENTISTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE002550 

Document Source: CORE 

Document Unique ID: 00 

Drafter: PAH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780009-0247 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 95/aaaadcgo.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: baa501e6-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 08 feb 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3822515 
Secure: OPEN 
Status: NATIVE 

Subject: US-POLISH MEDICAL SCIENTIST EXCHANGE PROGRAM: - DR. H. SCHWARTZ 
TAGS: OSCI, TBIO, PL 
To: WARSAW 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/baa501 e6-c288-dd1 1 -92da-001 cc4696bcc 
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